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Message Text 

CONFIDENTIAL 

PAGE 01 LENING 02030 241235Z 

ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO SYE-00 /018W 

036363 241239Z/53 

P 241226Z JUL 78 
FM AMCONSUL LENINGRAD 
TO SECSTATE WASHDC PRIORITY 4534 
INFO AMEMBASSY MOSCOW 

CONFIDENTIAL LENINGRAD 02030 

DEPT FOR A/SY/OPS/T FROM TSO 
MOSCOW FOR RSO, TSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACR AIRCONDITIONER FAILURE 

REF: A) STATE 137256, B) STATE 169262, C) LENINGRAD 1523 

1 . REQUEST SY/T SUPPLY ATTEMPT TO FURTHER EXPEDITE A/C 

FAN MOTOR FOR ACR USE. POST UNDERSTANDS PROCUREMENT PROBLEM 
AND WILL GREATLY APPRECIATE ANY EFFORT IN THIS DIRECTION. 

2. TO DATE, THIS UNIT HAS BEEN OUT OF OPERATION FOR TWO 
MONTHS. SINCE ACR'S IN LENINGRAD ARE USED ALMOST 
CONSTANTLY, THE LOSS OF THE AIRCONDITIONER HAS BEEN HEAVILY 
FELT BY THE POST. A FAN FROM A PREVIOUS INSTALLATION HAS 
BEEN JURY RIGGED IN THE DUCT BUT IS AN EXTREMELY POOR 
ALTERNATIVE AND IS TOTALLY USELESS FOR A LARGE (5-15 PEOPLE) 

MEETING. BOTH STATE ACR'S ARE COOLED BY THE SAME 

A/C UNIT. 

3. PLEASE ADVISE OF FIRM SHIPPING DATE FOR REPLACEMENT 
MOTOR. IF DELAYS CONTINUE TO BE EXCESSIVE, WE WILL 
ATTEMPT TO JURY RIG A LARGER FAN AND CIRCULATE MORE PARENT 
ROOM AIR THROUGH THE ACR. 
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4. PLEASE ADVISE STATUS OF CIRCUIT BREAKER REQUESTED IN 
REFTELC. BUCHANAN 
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